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iN REPLY REFER TO; 


* Mr. George E. Meloon © 
Director of Logistics 
Central Intelligence Agency 
Washington, D.C. 20505 


‘Dear Mr. Meloon: 


In reply to your letters of September 10, 1965, we have prepared a 
revised Amendment No. 1, and have revised the original Detail of 
Estimated Cost in the Agreement dated December 10, 1964. Also, 


Phase I has been added to the title of the McLean, Virginia, 
Printing Plant project. ° < 


We have also prepared a Memorandum of Understanding and Agreement 
for Phase II which is for the design and construction of auxiliary 
utilities not required for the basic building but necessary for 
‘the operation of the printing equipment and related facilities. 


We are enclosing Amendment No, 1 and the Memorandum of Understanding 
as stated above and request that they be signed and yeturned, Copies 
are attached for your records. 


It is requested that your Agency initiate Standard Form 1151 trans- 
ferring the amount of $17,000 to GSA to provide for the design of 
Phase Il of this’project. The document transferring funds should 
contain a notavion that funds are apportioned and available for 
immediate ob]igation. , 


Sincerely yours, 


STATOTHR 


Ne ee Acting Commissioner 
Sir ‘ Public Buildings Service 
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